Piro, Peter (DPH) </0=C0MM0NWEALTH OF 
From: MAS SACHUSETTS/OU=M AS SM AIL- 

01/CN=RECIPIENTS/CN=PETER.PIRO> 

Sent: Wednesday, December 3, 2008 12:18 PM 

To: DiNatale, Margaret (DPH) <Margaret.DiNatale@MassMail.State.MA.US> 

Cc: Salemi, Charles (DPH) <Charles.Salemi@MassMail.State.MA.US>; Nassif, 

Julianne (DPH) <Julianne.Nassif@MassMail.State.MA.US>; Khan, Annie (DPH) 
<Annie.Khan@MassMail. State.MA.US> 

Subject: 2007 and 2008 QI Projects 

Attach: 2007 QI Project-GCMS SOP.doc; 2008 QI Project-Balance Tolerance.doc 


Please see attachments for study projects completed and for those in process. 

Division of Analytical Chemistry 
Forensic Drug Laboratory 

2007 QI Project- Started in 2006 and completed by December 2007 

2008 QI Project- Started in January of 2008 and is currently in progress 
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